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RURAL WATER SUPPLY AND SANITATION DEPARTMENT 

ENGINEER - IN -CHIEF, RWS & S , 

VIJAYAWADA . 


Procos.No . PRR06-30021 (32 ) 13 /2019 -OP SEC -ECRWSS - 1 . 


Date : 22/10/2020 . 


RETIREMENT OF CERTAIN DEPUTY EXECUTIVE ENGINEER OF RWS & S IN 

ZONE - IL ON ATTAINING THE AGE OF SUPERANNUATION - RETIREMENT 
NOTIFICATION FOR THE CALENDAR YEAR 2021 . 


Ref : 1 . 


2 . 


Lr.Rc.No.C1/AB /39/ 2009 , Dt : 05.08.2020 of the SE , RWS & S , Circle , Kakinada. 
Lr . Roc . No. SA2 / Estt / 2020 , Dt : 25.08.2020 of the SE , RWS & S , Circle , Eluru . 
Lr . Rc.No.A1/786 /AEES, AEs & DyEEs/ 2020 , Dt : 19.08.2020 of the SE , RWS & S , 
Circle , Vijayawada . 


3 . 


NOTIFICATION 


As per rule ( 42 ) of AP Revised Pension Rules , 1980 , the following Deputy 
Executive Engineer s , RWS & S of Zone - ll who are going to be retired from service on 
attaining the age of superannuation of ( 60 ) years w.e.f the date noted against their 
names in column ( 4 ) of the following statement: 


[ 1 ] 


2 
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S.No 


Name of the Dy.EE 


Date of Birth 


Date of 


Retirement 


1 


2 


3 


4 


1 


Sri N. Rama Rao , Dy . EE 


10.10.1961 


31.10.2021 AN 


2 


Sri K.K.N.Kumar, Dy.EE 


30.01.1961 


31.01.2021 AN 


3 


Sri K. Ravindra Babu , DyEE 


32.06.1961 


30.06.2021 AN 


4 


Sri U.Babu Rao , DyEE 


10.02.1961 


28.02.2021 AN 


5 


KV Sri K.E.C.Venkateswara Rao , DyEE 


31.12.1961 


31.12.2021 AN 


6 


Smt P.D.Krupamani, DyEE 


26.05.1961 


31.05.2021 AN 


7 


Sri P.Jayasunder Raju , Dy.EE 


07.03.1961 


31.03.2021 AN 


8 


Sri C.S.R.Murthy, Dy.EE 


24.04.1961 


30.04.2021 AN 


9 


Sri M.Venkateswara Rao , DyEE 


15.02.1961 


28.02.2021 AN 


10 


Sri P.Venkateswarlu , Dy EE 


25.10.1961 


31.10.2021 AN 


The above Deputy Executive Engineer s , RWS & S of Zone - ll , are hereby 
permitted to retire from Government Service on attaining the age of superannuation 
of ( 60 ) years on the date noted against their names at Column ( 4 ) of the table without 
prejudice to the disciplinary cases if any pending against them and also subject to 
the condition that the disciplinary proceedings shall continue against them under 
Article 351 ( A ) of Pension Code and Rule 9 ( 2 ) ( a ) of the A.P. Revised Pension 
Rules , 1980 even after their retirement . 


R. V. KRISHNA REDDY, 
Engineer- in - Chief, RWS & S , 

Vijayawada . 
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